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ORIGIN COME-OO 

INFO OCT-01 AF-10 ISO-OO EB-07 RSC-01 /019 R 

DRAFTED BY COM/BIC/OIM/AF/GHAMILTON/JK 
APPROVED BY EB/OCA/REP:BEBYRON 
COM/BIC/OIM/AF/RPRYDLUN 
COM/OIC/OIM/AF/FAOC WIEJ A 
COM/BIC/OIM/AF/TFFIEDLER 
COM/BIC/OIM/MRO/NSBASSETT 
EB/OCA/BR:IWILLIAMSON 
AF/EPS :LWHITE 

002134 

R 272048Z DEC 74 
FM SECSTATE WASHDC 
TO AMEMBASSY ABIDJAN 
AMEMBASSY KINSHASA 
AMEMBASSY LAGOS 
AMEMBASSY NAIROBI 
INFO AMEMBASSY ACCRA 
AMEMBASSY DAR ES SALAAM 
AMEMBASSY LUSAKA 

UNCLAS STATE 282478 

E.O. 11652: N/A 

TAGS: BEXP, IV, CG, NI, .E, GH, TZ, ZA 

SUBJECT: NEW DATE AND REQUEST FOR POST-CONDUCTED RESEARC 
ON MARKETS FOR MOTOR VEICLE MAINTENANCE EQUIP- 
MENT TRADE MISSION 

REF: A) STATE A-8708, B) LAGOS 1 1324, C) STATE A-42 

(NOTAL) 

D) STATE A-85 80 (NOT AL) E) STATE A-7783(NOTAL) 

1. DUE TO VARIOUS SCHEDULING CONFLICTS WE NOW PLAN TO HOLD 
SUBJECT MISSION, PREVIOUSLY ENTITLED MAINTENANCE EQUIPMENT 
FOR THE TRANSPORTATION INDUSTRY DURING SEPTEMBER 1975. 
NAIROBI SHOULD BE ADVISED THAT THE FOOD PROCESSIHG AND 
PACKAGING TRADE MISSION HAS BEEN RESCHEDULED FOR OCTOBER 
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1975. SEPTEL ON NEW SCHEDULING FOLLOWS. 
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2. PRODUCT THEME OF TRADE MISSION AS BEEN NARROWED TO 
MOTOR VEHICLE MAINTENANCE DEPT.; MORE DETAILED DESCRIPTION 
OF PRODUCT CATEGORIES INCLUDING SIC AND BTN NUMBERS, 
FOLLOWS: 

PRODUCT DESCRIPTION SIC NO. BTN 

DIESEL ENGINES (FOR TRUCKS - BUSES) 35194 84.068 

DIESEL ENGINES FOR REPLACEMENT 3519410 " 

DUAL FUEL ENGINES (FOR TRUCKS BUSES) 3519440 " 

AUTOMOBILE LIFTS (SERVICE STATION - 
GARAGE TYPE) 3534031 84.22 

AUTOMOBILE MAINTENANCE EQUIP. 354941 1 90.16 

TIRE RECAPPING AND REPAIRING MACH. 

AND EQUIP.. INCLUDING RECAPPING 
VULCANIZERS 3559471 84.598 

OTHER MACHINE TOOLS (INCLUDING THOSE 
DESIGNED PRIMARILY FOR HOME WORKSHOPS, 

LABORATORIES, GARAGES. ETC.) 35418 84.45 

DRILLING MACHINES 3541811 " 

GRINDING AND POLISHING MACHINES, 

INCLUDING CRANKSHAFT GRINDING AND 
VALVE GRINDING MACHINES 3541831 , 

LATHES 3541851 " 

SAWS AND SAWING MACHINES 3541871 " 

OTHER METAL-WORKING (OR PRIMARILY 
METAL-WORKING MACHINES, INCLUDING 
AUTOMOTIVE CYLINDER BORING 
MACHINES 3541891 " 

PNEUMATIC HAND TOOLS 35462 84.49 
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3546238 11 

3546237 " 

3546241 " 

3546243 " 

3546249 " 

3546251 " 

WELDING AND CUTTING APPARATUS 
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EXCEPT ELECTRIC 35493 85.50 

3549311 " 

3549313 " 

3549325 " 

3549327 " 

3549328 " 

ELECTRIC WELDING APPARATUS 3623 85.11 

36231 

36232 

36233 

STEAM BLAST CLEANING 3559573 85.21 

PAINT-SPRAYING EQUIP. 5361531 " 

REPAIR AND MAINTENANCE TRUCKS 
(WRECKERS, MAINTENANCE TRUCKS, 

WELDING TRUCKS) 3711249 87.03 

AUTO EXHAUST ANALYZERS 3823078 90.28 

RECTIFYING APPARATUS 
RECTIFYING (POWER CONVERSION) 

APPARATUS (EXCEPT FOR ELECTRONIC 
APPLICATION), INCLUDING ALL APPARATUS 
USING SEMI-CONDUCTED AND/OR ELECTRONIC 
TUBES AS POWER CONVERSION MEANS 
SEMICONDUCTOR POWER CONVERSION APP. 
SEMICONDUCTOR BATTERY CHARGERS 36292 85.01 

AUTOMOTIVE 3629221 " 
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ANALYZERS FOR TESTING CHARACTER- 
ISTICS OF INTERNAL COMBUSTION ENGINES 3825239 90.28 

PNEUMATIC JACKS 3569971 84.22 

HYDRA VLIC JACKS 3569973 " 

MEASURING AND DISPENSING PUMPS 35860 84.49 

LUBRICATING-OIL OUTFITS, INCLUDING 
PUMP AND TANK 3586021 84.49 

GREASE PUMPS 3586041 " 

GREASE GUNS 3586051 " 

OTHER MEASURING AND DISPENSING PUMPS 
(INCLUDING NONCOMPUTING GASOLINE 
DISPENSING PUMPS) 3586098 " 
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POWER DRIVEN HAND TOOLS, ELECTRIC 3536101 85.05 
3536103 11 

3536104 " 

3536105 , 

3536107 " 

3536109 " 

POWER DRIVEN HAND TOOLS, ELECTRIC 3546122 85.05 
3546124 " 

3546125 " 

3546128 " 

3546131 ' 

3546132 ' 

3. THE TARGET USERS OF THE TRADE MISSION’S PRODUCTS ARE 
EXPECTED TO INCLUDE INDUSTRIAL CONCERNS MAINTAINING THEIR 
OWN VEHICLE FLEETS, BUS COMPANIES - BOTH ININTER 

AND INTRA-CITY, AND GOVERNMENTAL AGENCIES MAINTAINING 
THEIR OWN MOTOR POOLS, INCLUDING OTHER ARMED SERVICES, 

AS WELL AS SPECIALIZED SMALL-SCALE USERS. 

4. NEW TIMING OF MISSION REQUIRES PROMPT SUBMISSION 

OF POST-CONDUCTED RESEARCH. WE REQUEST ACTION POSTS TO 
COMPLETE RESEARCH BY FEBRYARY 1, 1975 TO ALLOW FOR ORDERLY 
PLANNING AND PROCUREMENT OF MISSION. INSTRUCTIONS FOR 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 05 STATE 282478 

SIMILAR POST-CONDUCTED RESEARCH HAVE PREVIOUSLY BEEN FOR- 
WARDED TO POSTS: ABIDJAN, REF (C); KINSHASA, REF (C); 

LAGOS, REF (D); NAIROBI, REF (E). POSTS SHOULD USE 
THESE GUIDELINES PENDING ARRIVAL OF AIRGRAM PROVIDING 
FURTHER INFORMATION. 

5. INFO POSTS SHOULD INVESTIGATE AND REPORT ON THEIR 
MARKETS' POTENTIAL AS ALTERNATIVE STOPS ON THIS TRADE 
MISSION. 

6. AIRGRAM FOLLOWS WHICH WILL PROVIDE RELEVANT TRADE 
STATISTICS AND FULL INSTRUCTIONS BROWN 
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